ETag: "bd63fb7c638f7e43fed361647e4acf56"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 8611
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge George C Smith
x-archive-meta-case-name: USA v. Sarnac et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ohsd
x-archive-meta-date-case-filed: 2012-01-04
x-archive-meta-docket-num: 2:12-cr-00001
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 151510
x-archive-meta-referred-to: Magistrate Judge Terence P Kemp
x-archive-queue-derive: 0
x-upload-date: 2013-01-08T17:00:31.000Z
